AMENDMENT NO. 1 SEPTEMBER 2012 
TO 
IS 3601 : 2006 STEEL TUBES FOR MECHANICAL AND 
GENERAL ENGINEERING PURPOSES — 
SPCIFICATION 


(Second Revision ) 


(Page 3, clause 17.1, line 2) — Substitute ‘high frequency induction 
welded’ for ‘high frequency induction butt-welded’. 


(Page 8, Table 6, table heading) — Substitute ‘HFIW or ERW Types’ for 
‘HFW Types Only’. 


(MTD 19) 
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